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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 172079 
ORIGIN INT-05 

INFO OCT-01 EUR- 1 2 ISO-OO OES-09 /027 R 

DRAFTED BY INT.BU.'INES:LNAHAI:BH 
APPROVED BY OES/APT/SEP:RGMORRIS 
OFS/APT /SF.P:RIT .1 .TNG 
EUR/EE:GBOUTIN (INFO) 

055939 072243Z/66 

P R 072148Z JUL 78 
FM SECSTATE WASHDC 
TO AMEMBASSY WARSAW PRIORITY 
INFO AMEMBASSY BUDAPEST 

UNCLAS STATE 172079 

E.O. 11652: N/A 


TAGS: ENRG, TECH, OSCI, PL 

SUBJECT: U.S. POLAND COAL COOPERATION: VISIT OF ROBERT 
MAROVELLI AND DAVID FORSHEY, BUREAU OF MINES, INTERIOR 
DEPARTMENT 


REFERENCE: WARSAW 5403 
BUDAPEST 2294 

1 . MAROVELLI AND FORSHEY FLIGHT SCHEDULES ARE AS FOLLOWS: 

JULY 15 ARRIVE BUDAPEST FROM FRANKFURT VIA MA 521 AT 
3:00 P.M. 

JULY 21 ARRIVE FROM BUDAPEST TO WARSAW VIA SU 618 AT 
4:25 P.M. CONTINUE ON TO KATOWICE ON LO 739 AT 
7:45 P.M. 

JULY 26 LEAVE KATOWICE VIA LO 730 AT 7:05 A.M. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 172079 

CONTINUING TO FRANKFURT VIA LO 273 AT 10:35 A.M. 

2. IF VISIT TO A MINE FEASIBLE ON SATURDAY, JULY 22, 

FORSHEY AND MAROVELLI WOULD WELCOME IT. DEPARTURE DATE 
OF JULY 26 IS FIXED, SO VISIT TO ADDITIONAL FACILITIES 
WOULD HAVE TO TAKE PLACE. IF FEASIBLE, WITHIN THE TIME IN 
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KATOWICE. 

3. REQUEST HOTEL RESERVATION IN BUDAPEST AND KATOWICE 
(SILESIA) 

4. NO CHARGEABLE COSTS TO ANY JOINT FUND PROJECT. VANCE 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: COAL, MINISTERIAL VISITS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 72079 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LNAHALBH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780279-1088 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780784/aaaacsuw.tel 

Line Count: 68 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 64496479-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN INT 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 WARSAW 5403 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2082671 
Secure: OPEN 
Status: NATIVE 

Subject: U.S.-POLAND COAL COOPERATION: VISIT OF ROBERT MAROVELLI AND DAVID FORSHEY, BUREAU OF MINES, INTERIOR 
DEPARTMENT 

TAGS: ENRG, TECH, OSCI, PL, INT, (FORSHEY, DAVID), (MAROVELLI, ROBERT) 

To: WARSAW 
Type: TE 
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